To:  Gee,  Jo[Gee. Jo@epa.gov];  Mary  Childers[mchilders@eqm.com];  Betsy 

Kuhlenberg  [bkuhlenberg@eqm.com] 

Cc:  I PerVonaTEmaTi7Exr6  ; Jack  Greber[jgreber@eqm.com];  John 

Foster|]foster@eqm7com] 

From:  Tammy  Engel 

Sent:  Thur  8/13/2015  9:43:32  PM 

Subject:  RE:  Gold  King  Mine  Spill  Funding 


Hi  Jo  Ann, 


As  of  now,  we  are  at  a bum  rate  of]  CBI/Ex.  4 I per  day  and  increasing. 


Is  there  a specific  format  that  you  would  like  this  information  to  be  submitted  each  day? 


Tammy  Engel 

Environmental  Quality  Management,  Inc. 

1800  Carillon  Boulevard 

Cincinnati,  Ohio  45240 

513-825-7500  voice 

513-825-9728  fax 

513-515-2028  cell 

trengel@eqm.com 


The  information  contained  in  this  electronic  message  is  intended  only  for  the  use  of  the  individual  or  entity 
to  which  it  is  address  and  may  contain  information  that  is  privileged,  confidential  and  exempt  from 
disclosure  under  applicable  law.  If  the  reader  of  this  message  is  not  the  intended  recipient,  you  are 
informed  that  any  dissemination,  copying  or  disclosure  of  the  material  contained  herein,  to  include  any 
attachments,  in  whole  or  in  part,  is  strictly  prohibited.  If  you  have  received  this  transmission  in  error, 
please  notify  the  sender  and  purge  this  message. 


4002276 


ED  000552D  00012618-00001 


From:  Gee,  Jo  [mailto:Gee.Jo@epa.gov] 
Sent:  Thursday,  August  13,  2015  3:56  PM 
To:  Mary  Childers;  Betsy  Kuhienberg 
Cc:  Tammy  Engel 

Subject:  RE:  Gold  King  Mine  Spill  Funding 


Hi, 


We  are  including  a requirement  to  report  costs  on  a daily  basis,  like  what  we  have  done  for 
hurricanes.  Do  you  have  a daily  bum  rate?  thanks 


From:  Mary  Childers  [mailto:mchilders@eqm.com1 
Sent:  Thursday,  August  13,  2015  10:46  AM 
To:  Gee,  Jo;  Betsy  Kuhienberg 
Subject:  RE:  Gold  King  Mine  Spill  Funding 


We  will,  thanks  Jo  Ann. 


Mary  Childers 

Environmental  Quality  Management,  Inc. 
1800  Carillon  Boulevard 

Cincinnati,  OH  45240 
(800)  500-0575  voice 
(513)  825-9728  fax 
mchilders@eqm.com 


4002276 


ED  000552D  00012618-00002 


From:  Gee,  Jo  fmailto:Gee.Jo@epa.qov1 

Sent:  Thursday,  August  1 3,  201 5 1 1 :29  AM 
To:  Betsy  Kuhlenberg 
Cc:  Mary  Childers 

Subject:  RE:  Gold  King  Mine  Spill  Funding 


Hi  - Did  y’all  send  85%  notice 


From:  Jack  Greber  [mailto:i  greber@eqm.com] 

Sent:  Thursday,  August  13,  2015  9:45  AM 
To:  Gee,  Jo 

Cc:  Mary  Childers;  Betsy  Kuhlenberg 
Subject:  RE:  Gold  King  Mine  Spill  Funding 


Okay.  Thanks  for  the  quick  reply  Jo  Ann. 


Jack 


Jack  S.  Greber 

Senior  Vice  President 

Environmental  Quality  Management,  Inc. 

1800  Carillon  Boulevard 

Cincinnati,  Ohio  45240 

513-825-7500  (office) 

513-659-2509  (cell) 

513-825-7495  (fax) 
j greber@eqm  .com 


4002276 


ED  000552D  00012618-00003 


The  information  contained  in  this  electronic  message  is  intended  only  for  the  use  of  the 
individual  or  entity  to  which  it  is  address  and  may  contain  information  that  is  privileged, 
confidential  and  exempt  from  disclosure  under  applicable  law.  If  the  reader  of  this  message  is 
not  the  intended  recipient,  you  are  informed  that  any  dissemination,  copying  or  disclosure  of  the 
material  contained  herein,  to  include  any  attachments,  in  whole  or  in  part,  is  strictly  prohibited. 
If  you  have  received  this  transmission  in  error,  please  notify  the  sender  and  purge  this  message. 


From:  Gee,  Jo  f mailto:Gee.Jo@epa.qov1 

Sent:  Thursday,  August  13,  2015  10:44  AM 
To:  Jack  Greber 

Cc:  Mary  Childers;  Betsy  Kuhlenberg 
Subject:  RE:  Gold  King  Mine  Spill  Funding 


Hi  - 1 am  working  on  it  - -thanks  you 


From:  Jack  Greber  [mailto:igreber@eqm.com1 
Sent:  Thursday,  August  13,  2015  9:18  AM 
To:  Gee,  Jo 

Cc:  Mary  Childers;  Betsy  Kuhlenberg 
Subject:  Gold  King  Mine  Spill  Funding 


Good  morning  Jo  Ann.  We  are  at  $150,000  on  the  $200,000  funding  ceiling  on  the  Gold  King 
Mine  spill  response  task  order.  Also,  we  are  holding  POs  for  more  equipment  that  will  be  needed 
that  exceed  the  current  ceiling.  Will  we  be  receiving  additional  funding  soon? 


Jack 


Jack  S.  Greber 
Senior  Vice  President 
Environmental  Quality  Management,  Inc. 
1800  Carillon  Boulevard 


4002276 


ED  000552D  00012618-00004 


Cincinnati,  Ohio  45240 
513-825-7500  (office) 
513-659-2509  (cell) 
513-825-7495  (fax) 

j greber@eqm.com 


The  information  contained  in  this  electronic  message  is  intended  only  for  the  use  of  the 
individual  or  entity  to  which  it  is  address  and  may  contain  information  that  is  privileged, 
confidential  and  exempt  from  disclosure  under  applicable  law.  If  the  reader  of  this  message  is 
not  the  intended  recipient,  you  are  informed  that  any  dissemination,  copying  or  disclosure  of  the 
material  contained  herein,  to  include  any  attachments,  in  whole  or  in  part,  is  strictly  prohibited. 
If  you  have  received  this  transmission  in  error,  please  notify  the  sender  and  purge  this  message. 


4002276 


ED  000552D  00012618-00005 


